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t| Professional acceptable standards governing toe cars, treatment and use of animals, including appropriate use of anesthetic, analgesic, and iranqudosng drugs, poor to, durtng< 
and foitowtog actual research, teaching., testing, surgery, or experimentation were followed by this research fadtdy. 

2) Each' prtodpai investigator has considered aitemaiives to painful procedures, 

$) This facility is adhering to toe standard? and regulations under the Act. and rt has required that exertions to the standards and regulations be specified and explained by the 
principal jnves&getor and approved by the institutional Animal Care and Use Committee (IACUC). A summary of aQ the exceptions Is attached to this armual report. In 
additton to identifying toe iACUC-apprcved excapUons, ffws summary includes a brief expianaikin of toe exceptions, as well as the specks and number of animals affected. 

4) The' attends veterinarian tor tots research facility na? appropriate authority to ensure toe provision of adequate veterinary care and to oversee the adequacy of other 

aspecis of animal cam and usd. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

i certify that me above is true, correct, and complete (7 U.S.C. Section 2143) 


(b)(6), (b)(7)c 
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